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Original Document Name: (August 23, 2021 Approval Letter - Comirnaty)
Original Document link: https://www.fda.gov/media/151710/download
Archived Document Name: (2021-08-23_FDA_Approval Letter - Comirnaty.pdf)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/2021-08-23_FDA_Approval%20Letter%20-%20Comirnaty.pdf
------------
Original Document Name: (Final_EUA_Full PI_HCP  Fact Sheet Pfizer-BioNTECH COVID-19 vaccine)
Original Document link: https://www.fda.gov/media/150386/download
Archived Document Name: (2021-08-23_FDA_Final_EUA_Full PI_HCP  Fact Sheet Pfizer-BioNTECH COVID-19 vaccine.pdf)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/2021-08-23_FDA_Final_EUA_Full%20PI_HCP%20%20Fact%20Sheet%20Pfizer-BioNTECH%20COVID-19%20vaccine.pdf
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FDA Label Search:
https://nctr-crs.fda.gov/fdalabel/ui/search
https://nctr-crs.fda.gov/fdalabel/ui/search/spl-summaries/criteria/102529
https://nctr-crs.fda.gov/fdalabel/ui/spl-summaties/criteria/102529
------------
Original Document Name: (fdalabel-query-102529)
Original Document link: https://nctr-crs.fda.gov/fdalabel/services/spl/summaries/csv/criteria/102529
Archived Document Name: (fdalabel-query-102529.csv)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/fdalabel-query-102529.csv
------------------------------------------------
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Original Document Name: (spl-doc)
Original Document link: https://nctr-crs.fda.gov/fdalabel/services/spl/set-ids/908ecbe7-2f1b-42dd-94bf-f917ec3c5af8/spl-doc
Archived Document Name: (2021-08-28_FDA_Spl-Doc.pdf)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/2021-08-28_FDA_Spl-Doc.pdf
------------
Original Document Name: (20210817_908ecbe7-2f1b-42dd-94bf-f917ec3c5af8)
Original Document link: https://dailymed.nlm.nih.gov/dailymed/downloadpdffile.cfm?setId=908ecbe7-2f1b-42dd-94bf-f917ec3c5af8
Archived Document Name: (2021-08-28_FDA_DailyMed.pdf)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/2021-08-28_FDA_DailyMed.pdf
------------
Original Sight Name: (DailyMed)
Original Sight link: https://dailymed.nlm.nih.gov/dailymed/lookup.cfm?setid=908ecbe7-2f1b-42dd-94bf-f917ec3c5af8
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Original Document Name: (acronyms)
Original Document link: https://www.fda.gov/about-fda/fda-acronyms-abbreviations/acronyms-abbreviations-file-download
Archived Document Name: (2021-08-28_FDA_Acronyms.xls)
Archived Document link: https://archive.org/download/0000-00-00-did-the-fda-pull-a-bait-and-switch-on-the-american-people-01/2021-08-28_FDA_Acronyms.xls
------------------------------------------------
------------------------------------------------



